ST.  MARY'S  CATHOLIC  CHURCH 
201  AIRPORT  RD. 
GATLINBURG,  TENN.  37738 

Nestled  at  the  foot  of  Mt.  LeConte,  in  the  Great 
Smoky  Mountains  National  Park,  St.  Mary's 
Church  was  built  in  1953  for  and  dedicated  to 
the  tourists  of  America.  It  is  called  the  "Church 
with  100,000  parishioners"  who  come  from  all 
over  the  world. 

For   Mass  Schedule  -   See   the  "Yellow  Pages" 
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